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TM 6-2805-2S9-24P 
SL-4.03524B 
TO 38G2-89-54 
Cl 


HEADQUARTERS 
DEPARTMENT OF THE ARMY. 
U. S. MARINE CORPS AND 
THE AIR FORCE 
Washington. D. C., IS Augvut 1970 


Organizational, Diract and Genaral Support 
Maintananca Rapair Parta and Spacial Tools List 

ENGINE, GASOLINE, 20HP, MILITARY STANDARD MODELS 
(MODEL 4A084>2) FSN 2805-952-3926 
(MODEL 4A084-3) FSN 2805-872-5972 


Current as of 15 April 1970 


TM &-2805—259—24P, 9 January 1969, (corrected copy) 
is changed as follows: 

All changes, additions, or deletions of Federal stock 


numbers or manufacturer’s part numbers should be 
appropriately reflected in the parts listing and index of 
the manual. 
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SECTION IV 

REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE 
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SECnOH V 

REPAIR PARTS FOR D8 AMO GS MAillTEHAHCE 
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No. 2»05-«5l-6783. and PACKING. 
PREFORMED, stock No. 5330-9«S-4>7l9). 










































By Order of the SecretoriM of the Army, tlio Navy, and the Air Fdirea: 


Official: 

KENNETH O. WICKHAM. 

Major Oeneral. Vnitoi SkOat Arwrg, 

The Adjutant Oeneral. 

WALLACE R. ROBINSON. JR. 

M^jor Oeneral, V. 8. Marine Carpe 
Qaartermaeter Oeneral efthe Marine Corpe 

JOHN D. RYAN. Oeneral. l-SAF 

Chi^^atejf 


Official: 

JOHN F. RASH. Cclond, VSAF 
Director cf Administration 


W. C. WESTMORELAND. 
Oeneral, United States Army. 
Cki^ef Staff. 


Diatributkm: 

To hr diatributMl M Mronbiirr with OA ran* It-M. loeliH I. farm wm Mw. Ml -■ - ■ 

OMolmr.I0/»HP. . «-r—«. cimb “r- "UlLt 

MAR00RP8 U8T 'AOTAK' 


ro far I ihIiI i io. 


ChangM in fore* C1, C 2 


TM 5-2805-259>2^^ 
SL-4-03S2^J^ 
TO 3802-83-4,^ 


Change 


) headquarters 

( DEPARTMENT OF THE ARMV 

> U.S. MARINE CORPS AND 

V THE AIR FORCE 

) Washington, D.C., 29 ApHl 197 j 

Organizational, Diract and Ganaral Support Maintenance 
Repair Parta and Special Tools List 

ENGINE, GASOLINE, 20 HP, MILITARY STANDARDS MODELS 

(MODEL 48084-2) 

FSN 2806-982-3926 (MODEL 4A084-3) FSN 2805-872-5972 


Current As Of 16 April 1971 

TM 5-2806-269-24P/SL-4-03524B/TO 38G2-89^, 9 January 1969. is changed as follows: 
sogt VI, paragraph 8, is superseded as follows r 

8. Reporting of Equipment Publication Improvements. 

for improving this publication by the individual user is en- 
d3i*t ^^ submitted on DA Form 2028 (Recommended Changes to Publications) and forwarded 

fellow S;>d.3“srL«^rMi.63t20*""'' AMSME-MPP, «00 Good- 

Nrnnh^* contents. All changes, additions, or deletions of Federal Stock: 

Numbem or manufacturer's part numbers should be appropriately reflected in the parts listing and index of thie 
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By Order of the Secretaries of the Army, the Navy, and the Air Force: 


Official: 

VERNE L. BOWERS. 

Major General. United States Army, 
The Adjutant General. 


Official: 

DWIGHT W. COVELL, Colonel. VSAF 
Director of Administration 


W. C WESTMORELAND. 
General, United States Army ^ 
ChitfofSti^. 


JOHN D. RYAN, General. VSAF 
Chi^ofStttff 


Distribution; 

ARMY 

To be distributed in uccordanoe with DA Form 12-Ba. Section t (qty r«|r block BO) OrKUiiMtiond SUIntenanoe iwulrementi for BnsinM, OSMline 
10-20 HP MS. 

MARIUS CORPS 
“MARCORPS LIST 'AOVAK'” 


ChangM in Force Cl. C2 and C3 


TM 5-2805-259-24? 
SL-4-03524B 
TO 38G2-89-54 
C3 

^**"*'** ) HEADQUARTERS 

f DEPARTMENTS OF THE ARMY. 

( U.S. MARINE CORPS. 

I AND THE AIR FORCE 

® ’ Washington, D. C., 23 February 1972 


Organizattonal, Direct and General Support 
Maintenance Repair Parts and Special Tools Lists 
ENGINE, GASOLINE, 20 HP, MILITARY STANDARD MODELS 
(MODEL 4A084-2) FSN 2805-952-3926 
(MODEL 4A084-3) FSN 2805-872-5972 

Current as of 7 January 1972 

TM 5-2805-259-24P. SL-4-03524B, TO 38G2-89-54 9 January 1969, is changed as follows: 

Foot V, Paragraph 7. Add the following Manufacture Code in appropriate numerical sequence 21450 Ord¬ 
nance Corps, Rock Island Arsenal. 

All changes, additions, or deletions of Federal Stock Numbers or manufacturers part numbers should be appro¬ 
priately reflected in the parts listing and the index of the manual. 
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f RESCRIEED LOAD ALLOWANCE 
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0106-ENClNE LUBRICATION SYSTEM 





vii 
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Clicoi 1 

5330-752-7750 

GASICET: oil Filter cover bolt 





vii 

1 

DL entile tine 

2S05-890-9898 

MANIFOLD. OIL PRESSURE 





vii 


Ch col 1 

4720-989-3283 

HOSE: oil Filter inlet jutd outlet 

1 

1 

1 
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0381 Chcol2 2805-191-0269 BRACKET ASSEMBLY CHOKE 

(97403) 13206 E0687 
















































































































































Page di, Figure No. 2 Cylinder Head, Cylinder and Valves, Delete item No. 18 from legend and illustration.- 
Page 68, Figure No. 6 Timing Gear Cover. Add Figure No. 6.1 Timing Gear Cover Cover (Modified). 


SEE FIG. 



6 



SEE FIG. N0.3 
ITEM NO. n 



ME 2805-259.24P/6.1 C3 

LEGEND TO PARTS, FIGURE 6.1 


ITEM 

FUNCT 

ITEM 

ITEM 

FUNCT 

ITEM 

MO. 

GROUP 

NAME 

NO. 

GROUP 

NAME 

1 

0105 

COVER 

5 

0105 

SCREW 

2 

0105 

BAFFLE 

6 

0105 

SCREW 

3 

0102 

WASHER 

7 

0105 

SCREW 

4 

0102 

SCREW 

8 

0105 

WASHER 


Figure No. 6.1. Timing gear cover (Modified). 


Page 71. Figure No. 9 Oil Manifold and Sending Units. Add Figure No. 9.1 Oil Manifold and Sending Units 
(Modified). 


SEE FIG. NO. 
item no. 7 


9 . 


SEE FIG. N0.9, 
ITEM NO. 5 



SEE FIG. N0.9. 
ITEM NO. 1 


LEGEND TO PARTS. FIGURE 9.1 


ME 2805-259-24P/9.1 C3 


ITEM FUNCT ITEM 

NO. GROUP NAME 

1 0106 TEE 


Figure No- 9.1. Oil monifold ond sending units (Modified). 



















































By Ord«r of the SecreUries of the Army, the Navy, and the Air Force; 


Official; 

VERNE L. BOWERS. 

Major General, United Statee Army, 
The Adjutant General 

M. H. FORWARD 

Acting Quartermaater General of the 
Marine Corps 



W. C. WESTMORELAND, 

General United States Army, 

Chief of Staff. 

K. R. WHEELER 

Rear Admiral SC, United States Diavy, 
Commander, Naval Supply Systems Command 


Official; JOHN D. RYAN, General USAF 

Chief of Staff 

DWIGHT W. COVELL, Colonel USAF 
Director of Administration 


Distribution: 

To dulributed in ««)rd.nce with DA Form 12-25A. (qty rqr block No. 250) org.ni«tion.l m.intennnce requirement, for 20 HP. Military 

Standard Engine, Guoline. 

MARINE CORPS 
“M ARCORPS LIST ‘AK/'AO” 


Changes in force: C 1, C 2, C 3, C 4, and C S 


TM 5-2805-259-24P 
SL4-03524B, CH-5 
T038G2-89-54 
C 5 

Change \ DEPARTMENTS OF THE ARMY, 

> THE NAVY, AND THE AIR FORCE 

No. 5 ) Washington, DC, 5 November 1976 

Organizational, Direct and General Support Maintenance 
Repair Parts and Special Tools List 
ENGINE, GASOLINE, 20HP, MILITARY STANDARD MODELS 
(MODEL 4A084-2) NSN 2805-00-952-3926 
(MODEL 4A084-3) NSN 2805-00-872-5972 


TM 5-2805-259-24P, 9 January 1969, is changed as follows; 
Page 1, line 00031, Colm 2. Change '’FSN 
5325-619-6542” to "NSN 5325-00-263-6632”. 

Colm 3, change "MS35490-6” to ''MS35486-6”. 

Page 5, line 00233, Colm 2. Change *’FSN 
2805-867-8809” to "NSN 5360-00-867-8809”. 

Line 00241, colm 2. Change "FSN 2805-867-8808" to 
"NSN 5365-00-867-8808”. 

Page 6, line 00243, Colm 2. Change ’'FSN 
2805-867-8807” to ’'NSN 5360-00-867-8807”. 

Line 00252, Colm 2. Change "FSN 2805-066-1255” to 
"NSN 5330-00-921-6224”. 

Page 9, line00318, Colm 2. Delete "FSN 2805-073-3049”. 
Page 10, line 00324, Colm 2. Change "FSN 
4730-867-8831” to "NSN 473(W)0-189-3017”. 

Page 12, line 00352, Colm 2. Change "FSN 
5306-407-6496” to "NSN 2910-00407-6496”. 

Line 00358, Colm 2. Change "FSN 5340-867-8788” to 
"NSN 5360-00-867-8788”. 

Page 13, line 00365, Colm 2. Delete "FSN 
2990-856-7093”. 

Line 00366, Colm 2. Change "FSN 2805-073-3054” to 
"NSN 30404)0-073-3054”. 

Page 20, Line 00469, Colm 2. Change "FSN 
5310-543-2628” to '' NSN 5310-00-732-0558”. 

Line 00469, Colm 3. Change " MS35690-602” to 
"MS51967-8”. 

Page 21, line 00479, Colm 2. Change "FSN 
5325-619-3542” to "NSN 5325-00-263-6632”. 

Colm 3. Change "MS354903” to "MS354893”. 

Page 24, line 00019, Colm 2. Change "FSN 2805- 
073-3033” to "NSN 5330-00-073-3033”. 

Page 25, line 00031, Colm 2. Change "FSN 
5325319-6542” to "NSN 5325-00-2633632”. 

Colm 3. Change "MS354903” to "MS354893”. 

Page 27, line 00063, Colm 2. Change "FSN 2990- 
0173326” to "NSN 5307-003173326”. 

Page 28, line 00067, Colm 2. Change "FSN 2805368- 
0867” to "NSN 4710-00368-0867”. 


Page 29, line 00082, Colm 2. Add "NSN 2805-00300- 
0307”. 

Page 31, line 00116, colm 2. Change "FSN ( 

31103673747” to'' NSN 5310-003673747". jj 

Page 33, line 00135, Colm 2. Change "FSN 
2805-8673754” to "NSN 3120-00367-8754”. 

Page 35, line 00166, Colm 2. Change "FSN 2805- 
073-3031” to "NSN 5315-00-0733031”. 

Page 37, line 00184. Change "FSN 28053173676” to 
"NSN 5365-003173676”. 

Page 41, line 00233. Change "FSN 2805-8673809” to 
"NSN 5360-00-8673809”. 

Page 42, line 00241. Change "FSN 28053673808” to 
"NSN 536530-8673808”. 

Line 00243. Change "FSN 2805-8673807” to "NSN 
5360-00-8673807”. 

Page 43, line 00256, Colm 2. Change "FSN 
5340398-2081" to "NSN 5365-00398-2081”. 

Line 00258, Colm 2, Change "FSN 2805-789-0983” to 
"NSN 43:10-00-7893983”. 

Line 00261, Colm 2. Change "FSN 2805-8673816” to 
"NSN 2805303673816". 

Page 44, line 00272, Colm 2. Change "FSN 2990- 
0173923” to ".NSN 5330-003173923”. 

Line 00273, Colm 2. Change "FSN 29903173920” to 
"NSN 5360-003173920”. 

Page 45, line 00279, Colm 2. Change "FSN 2805368- 
0867” to "NSN 4710-00368-0867”. 

Page 48, line 00318, Colm 2. Delete "FSN 2805- 
0733049”. 

Page 50, line 00352, Colm 2. Chansre "FSN 
5306-4073496” to ’' NSN 2910-004073496’. 

Page 51, line 00358, Colm 2. Change "FSN 
53403673788” to "NSN 5360-003673788”. 

Line 00366, Colm 2. Change "FSN 2805-0733054” to 
"NSN 3040-00-073-3054”. 

Page 52, line 00372, Colm 2. Change "FSN 2805-937- 
0963” to "NSN 536030-937-0963”. 


1 







TM 5-2805-259-24P 


Page 55, line 00416, Colm 2. Change "FSN 
2806^9899” to "NSN 5980-00^9899”. 

Page 56, line 00433, Colm 2. Change ”FSN 
2805-966-9127” to "NSN 2990^966-9127”. 


Page 60, line 00479, Colm 2. Change ’*FSN 
5325^19-6542” to "NSN 5325-00-263^632”. 

Colm 3. Change ’’MS35490-6” to"MS36489-6”. 

Page 76. Figure 14 is superseded as follows. 


8 



Figurt 14. Govtmor and controU. 


2 


?y Order (rf the Secretaries the Army, the Navy, and the Air Force: 


Official: 

FAULT. SMITH 

iityor General, United States Army 
The Adjutant General 


BERNARD W.HOGERS 
General, United States Army 
Chief of Staff 


DAVID C. JONES, General, USAF 

Official: Chief of Staff 

JAMES J. SHEPARD, Colonel, USAF 
Director of Adminietradon 

J. R. JONES 

Major General, U. S. Marine Corps 

Deputy Chief of Staff for Installations and Logistics 


Distribution: 

Active Army: 

To be distributed in accordance with DA Form 12-25A, Organizational maintenance requirements for 20 
HP MIL Std, Engine Gasoline. 

Marine Corps: 

MARCORPS CODE: AO 


Chanipes in force Cl, C2, C3, C5, and C6 


*TM 5-2805-259-24P 
SL-4-03524B 
TO 38G2-89-54 
C6 


HEADQUARTERS 

CHANGE DEPARTMENTS OF THE ARMY, 

U. S. MARINE CORPS AND THE AIR FORCE 

NO. 6 WasHINGTON.DC, 5 A 1977 


Organizational, Direct and General Support Maintenance 
Repair Parts and Special Tools Lists 
ENGINE, GASOLINE, 20 HP, MILITARY STANDARD MODELS 
(MODEL 4A084-2) NSN 2805-00-952-3926 
(MODEL 4A084-3) NSN 2805-00-872-5972 


TM 5-2805-259-24P, SL-4-03524B, TO 38G2-89-54, 9 January 1969, is changed as follows: 


The title is changed as shown above. 

Page vi. Paragraph 8 is superseded as follows: 
8. Reporting of Errors 

You can improve this manual by recommending 
improvements using DA Form 2028 (Recommended 
Changes to Publications and Blank Forms) or DA 
Form 2028-2 (Recommended Changes to Equipment 
Technical Manuals) located in the back of the man¬ 
ual and mail the form direct to Commander, US 
Army Troop Support Command, ATTN; DRSTS- 
MPP, 4300 Goodfellow Blvd., St. Louis MO 63120. A 
reply will be furnished directly to you. 

Page 1, Index No. 00015, column 2. Change 
FSN “2805-066-1255” to read NSN “5330-00-921- 
6224.” 

Page 4, Index No. 00212, column 2. Change 
FSN “2805-073-3038” to read NSN “5330-00-073- 
3038.” 

Page 4, Index No. 00221, column 2. Change 
FSN “2805-963-5470” to read NSN “2590-00-570- 
2958.” 

Page 6, Index No. 00252, column 2. Change 
FSN “2805-066-1255” to read NSN “5330-00-921- 
6224.” 

Page 8, Index No. 00291, column 3. Change 
“MS17300-011” to read “MS17301-011.” 

Page 8, Index No. 00296, column 2. Add NSN 
“2805-00-431-6493.” 

Page 8, Index No. 00301, column 2. Change 
FSN “2930-017-8926” to read NSN “4720-00-017- 
8926.” 

Page 8, Index No. 00411, column 2, add NSN 
“2990-00-974-3781.” 

Page lOi Index No. 00328, column 2. Delete 
FSN “2910-017-8925.” 


Page 10, Index No. 00328, column 3. Change 
“13206E0830” to read “13215E4150.” 

Page 11, Index No. 00335, column 2. Change 
FSN “2805-867-8823” to read NSN “6685-00-179- 
8632.” 

Page 11, Column 3. Change “13206E0820” to 
read “13216E3372.” 

Page 11, Index No. 00342, column 2. Change 
FSN “2910-963-5471” to read NSN “4710-00-963- 
5471.” 

Page 12, Index No. 00357, column 2. Change 
FSN “2910-106-1804” to read NSN “5355-00-106- 
1804.” 

Page 13, Index No. 00372, column 2. Change 
FSN “2805-937-0963” to NSN “5360-00-937-0963.” 

Page 14, Index No. 00374, Column 2. Change 
FSN “2805-988-9433” to read NSN “5360-00-988- 
9433.” 

Page 16, Index No. 00402, column 2. Add NSN 
“2805-00-010-0191.” 

Page 16, Index No. 00411, column 3. Change 
“(19207) 423520” to read “(97403) 13218E0504-13.” 

Page 18, Index No. 00433, column 2. Change 
FSN “2805-966-9127” to read NSN “2990-00-966- 
9127.” 

Page 18, Index No. 00435. Delete line in its en¬ 
tirety. 

Page 18, Index No. 00437, column 2. Change 
FSN “2805-890-9869” to read NSN “2805-00-890- 
9896.” 

Page 20, Index No. 00468. Delete line in its en¬ 
tirety. 

Page 21, Index No. 00471, column 3. Change 
“MS35291-69” to read “MS90725-69.” 

Page 23, Index No. 00012, column 2. Change 


*This Change supersedes Change No. 4, 25 June 1975. 
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TM 5-2805-259-24P 
SL-4-03524B 
TO 38G2-89-54 
C6 

FSN “2805-867-8814” to read NSN “5330-00-867- 
8814 ” 

Page 24, Index No. 00015, column 2. Change 
FSN “2805-066-1255” to read NSN “5330-00-921- 
6224.” 

Page 24, Index No. 00021, column 1. Change 
“XI” to “PAO. ” 

Page 24, Index No. 00021, column 2. Change 
FSN “2990-017-8927” to read NSN “5330-00-017- 
8927.” 

Ptiee 24, Index No. 00022, column 1. Change 
“XI” to “PAO. ” 

Page 24, Index No. 00022, column 2. Add NSN 
“5330-00-251-2117.” 

Page 25, Index No. 00036, column 2. Change 
FSN ‘2805-851-6785” to read NSN “5330-00-851- 
6785.” 

Page 25, Index No. 00037, column 2. Delete 
FSN “2805-073-3014.” 

Page 25, Index No. 00038, column 2. Delete 
FSN “2805-073-3015.” 

Page 25, Index No. 00039, column 2. Delete 
FSN “2805-073-3059.” 

Page 26, Index No. 00047, column 2. Add NSN 
“2930-00-760-5466.” 

Page 27, Index No. 00066, column 2. Add NSN 
“2805-00-927-3909.” 

Page 28, Index No. 00073, column 1. Change 
“XI” to “PAO. ” 

Page 28, Index No. 00073, column 2. Change 
FSN “2990-017-8927” to read NSN “5330-00-017- 
8927 .” 

Page 30, Index No. 00092, column 2. Add NSN 
“5307-00-206-9362.” 

Page 30, Index No. 00100, column 3. Change 
“BUSHING, MAIN BEARING: REAR” to “BUSH¬ 
ING, MAIN BEARING: FRONT AND REAR. ” 
Page 31, Index No. 00109, column 1. Change 
“XI” to “PAH”. 

Page 31, Index No. 00113, column 2. Add NSN 
“2805-00-457-8288”. 

Page 31, Index No. 00115, column 2. Change 
FSN “2990-017-8328” to read NSN “5310-00-017- 
8328”. 

Page 31, Index No. 00116, column 2. Change 
FSN “5310-867-8747” to read NSN “5310-00-763- 
8905”. 

Page 32, Index No. 00117, column 2. Change 
FSN “5340-867-8751” to read NSN “5365-00-867- 
8751”. 

Page 33, Index No. 00135, column 2. Change 
FSN “2805-867-8754” to read NSN “3120-00-867- 
8754”. 


Page 34, Index No. 00144, column 2. Change 
FSN “2805-374-9710” to read NSN “3120-00-374- 
9710”. 

Page 34, Index No. 00145, column 2. Change 
FSN “2805-073-3018” to read NSN “5306-00-073- 
3018”. 

Page 34, Index No. 00149, column 2. Change 
FSN “5340-374-9707” to read NSN “5365-00-374- 
9707”. 

Page 34, Index No. 00153, column 2. Change 
FSN “2805-925-8007” to read NSN “3120-00-925- 
8007”. 

Page 35, Index No. 00155, column 2. Add NSN 
“2805-00-242-5106”. 

Page 35, Index No. 00158, column 2. Change 
FSN “5305-175-3241” to read NSN “5305-00-253- 
5622”. 

Pe^e 35, Index No. 00158, column 3. Change 
“(88044) AM535-8-6” to read “(96906) MS21318- 
41”. 

Page 35, Index No. 00163, column 2. Change 
FSN “2820-017-8675” to read NSN “2805-00-017- 
8675”. 

Page 35, Index No. 00165A, column 2. Change 
FSN “2805-221-8650” to read NSN “2805-00-221- 
8649”. 

Page 35, Index No. 00165A, column 3. Change 
“13215E3823” to read “13215E3825”. 

Page 37, Index No. 00188, column 3. Change 
FSN “2805-221-8650” to read NSN “2805-00-221- 
8649”. 

Page 37. Index No. 00189, column 2. Change 
FSN “2990-017-9722” to read NSN “5305-00-405- 
1694”. 

Page 38, Index No. 00198, column 3. Change 
FSN “2805-221-8650” to read NSN “2805-00-221- 
8649”. 

Page 38„ Index No. 00199, column 3. Change 
FSN “2805-221-8650” to read NSN “2805-00-221- 
8649”. 

Page 39, Index No. 00212, column 2 Change 
FSN “2805-073-3038” to read NSN “5330-00-073- 
3038”. 

Page 39, Index No. 00214, column 3. Change 
FSN “2805-073-3038” to read NSN “2805-00-221- 
8649”. 

Page 40, Index No. 00217, column 2. Change 
FSN “2805-868-0889” to read NSN “3020-00-868- 
0889”. 

Page 40, Index No. 00218, column 2. Change 
FSN “2805-989-3282“ to read NSN “4720-00-989- 
3282”. 
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Page 40, Index No. 00221, column 2. Change 
FSN “2805-963-5470” to read NSN 2590-00-570- 
2958”. 

Page 40, Index No. 00222, column 3. Change 
FSN “2805-221-8650” to read NSN “2805-00-221- 
8649”. 

Page 42, Index No. 00252, column 2. Change 
FSN “2805-066-1255” to read “5330-00-921-6624”. 

Page 43, Index No. 00256, column 2. Change 
FSN “5340-898-2081” to read NSN “5365-00-898- 
2081. 

Page 43, Index No. 00260, column 3. Change 
“(88408) ERMD 290” to read “(97403) 13218E504- 
72”. 

Page 44, Index No. 00267, column 1. Change 
“F” to “PAF”. 

Page 44, Index No. 00267, column 2. Change 
FSN “5306-042-3555” to read “5305-00-042-3555”. 

Page 44, Index No. 00268, column 3. Change 
FSN “2805-221-8650” to read NSN “2805-00-221- 
8649”. 

Page 46, Index No. 00291, column 2. Add NSN 
“5307-00-185-0879”. 

Page 46, Index No. 00291, column 3. Change 
“MS17300-011” to read “MS17301-011”. 

Page 46, Index No. 00296, column 2. Add NSN 
“2805-00-431-6493”. 

Page 46, Index No. 00300, column 1. Change 
“XI” to “PAO”. 

Page 46, Index No. 00300, column 2. Change 
FSN “2990-017-8927” to read NSN “5330-00-017- 
8927”. 

Page 46, Index No. 00301, column 2. Change 
FSN “2930-017-8926” to read NSN “4720-00-017- 
8926”. 

Page 49, Index No. 00328, column 2. Delete 
FSN “2910-017-8925”. 

Page 49, Index No. 00328, column 3. Change 
“13206E0830” to read “13215E4150”. 

Page 49, Index No, 00335, column 2. Change 
FSN “2805-867-8823” to read NSN “6685-00-179- 
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8632”. 

Page 49, Index No. 00335, column 3. Change 
“13206E0820” to read “13216E3372”. 

Page 50, Index No. 00342, column 2. Change 
FSN “2910-963-5471” to read NSN “4710-00-963- 
5471”. 

Page 51, Index No. 00357, column 2. Change 
FSN “2910-106-1804” to read NSN “5355-00-106- 
1804”. 

Page 52, Index No. 00374, column 2. Change 
FSN “2805-988-9433” to read NSN “5360-00-988- 
9433”. 

Page 53, Index No. 00386, column 2. Add NSN 
“2910-00-445-4901”. 

Page 52, Index No. 00372, column 2. Change 
FSN “2805-937-0963” to read NSN “5360-00-937- 
0963”. 

Page 54, Index No. 00402, column 2. Add NSN 
“2805-00-010-0191”. 

Page 55, Index No. 00411, column 2. Add NSN 
“2990-00-974-3781”. 

Page 55, Index No. 00411, column 3. Change 
“(19207) 423520” to read “(97403) 13218E0504-13”. 

Page 56, Index No. 00433, column 2. Change 
FSN “2805-966-9127” to read NSN “2990-00-966- 
9127”. 

Page 57, Index No. 00435. Delete line in its en¬ 
tirety. 

Page 57, Index No. 00437, column 2. Change 
FSN “2805-890-9896” to read NSN “2805-00-890- 
9896”. 

Page 58, Index No. 00448,, column 1. Change 
“XI” to“PAO”. 

Page 58, Index No. 00448, column 2. Add NSN 
“5330-00-251-2117”. 

Page 60, Index No. 00468. Delete line in its en¬ 
tirety. 

Page 60, Index No. 00471, column 3. Change 
“MS35291-69” to read “MS90725-69”. 

Page 78. Change item 15 to read item 16. 

Change item 16 to read item 15. 
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By Order of the Secretaries of the Army, the Navy, and the Air Force; 


Official: 


BERNARD W. ROGERS 
General, United States Army 
Chief of Staff 


PAUL T. SMITH 

Major General, United States Army 
The Adjutant General 


DAVID C. JONES, General, USAF 
Official: Chief of Staff 

JAMES J. SHEPARD, Colonel, USAF 
Director of Administration 

W. R. JOHNSON 

Brigadier General, U. S. Marine Corps 

Acting Deputy Chief of Staff for Installations and Logistics 


Distribution; 
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SECTION I 
INTRODUaiON 


1. Scop* 

This manual Uota re|>air parts and special tools 
required for the pertormance of organization¬ 
al, direct support and geneitd support mainte¬ 
nance of the engine. 

2. Ganoral 

a. Ihe rq;>air parte list is arranged as follows: 

(1) Individual parts and major assemblies 
are listed alphabetically by item name witixin 
the numbered functional groups. 

(2) Assembly components and subassem¬ 
blies are indented and listed aljdiabeticaUy by 
item name under major assemblies. 

b. This Kepair Parts and Special Tools List is 
divided into the following sections: 

(1) Preaeribed Load AUoumice (PLA)— 
SacHon II, A consolidated listing of repair parts 
quantitatively allocated for initial stodkage at the 
organizational leveL This ia a ma/ndatory mild- 
mum atoekage aUowcMea. 

(2) Speeial Toola, Teat a/nd Support Equip¬ 
ment — Section III. No specdal tools, test and sup- 
pmrt equipment required for the performance 
of maintenance at the organizational level. 

(8) Repair Pa/rte — Section IV. A list of re¬ 
pair parts afuthorized for the performance of 
maintenance at the organizational level. 

(4) Repair Pa/rta—Section V. A liat of re¬ 
pair parts authorized for the performance of 
maintenance at the direct support and gmxetal 
support levels. 

(6) Speeial Toole, Teet and Support Equip¬ 
ment—Section VI. No tqxedal toola, teat and sup¬ 
port equipment required for the performance of 
maintenance at the direct support and general 
support leveis. 

(6) Federal Stock Number and Reference 
Number Index—Section VII. A list of Federal 
atoch numbers foUowed 1^ reference numbers, 
appearing in all the Matings, in ascending alpha¬ 
numeric sequence cross-r^erenoed to index num¬ 
ber. 


3. Explanation of Columns 

The .following provides an e:q>lanation of col¬ 
umns in the tabular Mats in sections II through 
VI. 

a. Source, Maintenance, and Recoverability 
Codes (SMR). 

Note. Common hardware itema known to be read¬ 
ily available in Army Biq;>ply channela will be 
Maintenance codea only. Source codes, Becoverability 
codes, and Maintenance Allowances will not be as¬ 
signed to ibis category. 

(1) Source Code. Indicates the selection 
status and source for the listed item. Source 
dodee used are: 

IfaKplaMtlMi 

P Applied to repair parte which are stocked in 
or supplied from DSA/GSA or Axmy mxp- 
ply system, and authorised for use at in¬ 
dicated eateries. 

M Applied to repair parts whidi are not pro- 
ear^ or stodeed but are tov be manufac¬ 
tory at indicated maintenance categories. 

A Applied to assemblies whidi are not pro¬ 
cured or stocked as such but made up of 
two or more units, each of which carry in¬ 
dividual stock numbers and descriptions 
and are procured and stocked and can be 
assembled by units at indicated nciainte- 
nance categories. 

X Applied to parts and assemblist which art 

hot procured or stodeed, the mortality of 
which is normally bdow that of the ap¬ 
plicable end item, and the failure of whidi 
should result in retirement of the end item 
from the supply system. 

XI Applied to repair parts whidi are not pro¬ 

cured or stocked, the requirement for 
which will be supplied by use of the ne(xt 
higher assembly or components. 

X2 Applied to repair parts whidi are not 
stocked. The indicated maintenance cate¬ 
gory requiring sudi repair parts will at- 
tsmpt to obtain them through cannihaUsa- 
tion; if not obtainable throuid^ cannibalisa- 
tloa, such repair parts will be requiiitiioned 
with supporting Justiineation tiirough nor¬ 
mal supply diannels. 

C Applied to repair parts authorised for local 
proeurements. If not obtainable fiom local 
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Oodo Expl«aiftbioin 

procurement, such repair parts will be req¬ 
uisitioned through normal supply channels 
with a supporting statement of nonavail¬ 
ability from local procurement. 

G Applied to major assemblies that are pro¬ 
cured with PEMA (Procurement Equip¬ 
ment Missile Army) funds for initial issue 
only to be used as exchange assemblies at 
DSU and GSU maintenance level. These 
assemblies will not be stocked above DSU 
and GSU level or returned to depot sup¬ 
ply level. 

(2) Maintenance Code. Inddcates the low¬ 
est category of maintenance authorized to install 
the listed item. The maintenance level codes are: 

Oidtt Bxplmtion 

O Organizational maintenance 

F Direct support maintenance 

H General support maintenance 

(3) Recoverability Code. Indicates whether 
unserviceable items should be returned for re- 
covery or salvwgre. Items not coded are ex¬ 
pendable. RecoveiabiMty codes are: 

Cod* IbcpkAAtioa 

E Applied to repair parts and assemblies which 
are economically repairable at DSU and 
GSU activities and normally are furnished 
by supply on an exchange basis. 

T Applied to high dollar value recoverable re¬ 
pair parts which are subject to special han¬ 
dling and are issued on an exchange basis. 
Such repair parts normally are repaired or 
overhauled at depot maintenance activities. 

ir Applied to repair parts specifically selected 
for salvage by redamaiion units because 
of precious metal content, critical materials, 
hi gh dollar value reusable cairings or cast¬ 
ings. 

(4) This column also lists, below ■Hie SMR 
code, an index ntimber for each item in ascend- 
iniT numerical sequence, which is used to locate 
items in the publication when the Federal 
rtock number and/or reference number is boo v/ a. 

6. Federal Stock Number. Indicates the f eder¬ 
al stock number for the item. 

c. Description, Indicates the Federal item 
name and any additional description of the item 
required. A five-digit Federal supply code for 
manufacbirers in i»renthesis is followed by a 
part number or otiie; reference number. 

d. Unit of Issue, indicates the unit used as 
a basis for issue, ed,.. ea, pr, ft, yd, etc. 

«. Quantity Ineorpc ted in Unit Pack. Indi¬ 
cates the actual quan* y contained in the unit 
pack. 


f. Quantity Incorporated in Unit. Indicates 
the quantity of the litem used in the functional 
group. 

g. Fifteen-Day Organizational Maintenance 
Allowances. 

(1) The allowance columns are divided into 
four subcolumns. Indicated in each subcolunm 
is the total quantity of items authorized for 
the number of equipments supported. Items 
authorized for use as required but not for in¬ 
itial stockage are identified with an asterisk in 
the allowance column. 

(2) The quantitative allowances for organi¬ 
zational level of maintenance represents one in- 
itfilaJ prescribed load for a 15-day period for 
the number of equipments supported. Units and 
organizations authorized additional preBcra)ed 
loads will multiply the number of prescrib^ 
loads authorized by the quanlaty of repair 
parts reflected in the appropriate density colunm 
to obtain the total quantity of repair parts author¬ 
ized. 

5(3) OrganizatSonal units providing main¬ 
tenance for more than 100 of these equipments 
shall detennine the total quantity of parts re¬ 
quired by converting the equipment quantity to 
a decimal point before the next to last digit <rf 
the number to indicate hundredths, and 
multiplying the decimal factor by the parts 
quantity authorize in the 51-100 allowance for 
51-100 equipments is 12; for 140 equipments 
multiply 12 by 1.40 or 16.80 rounded off to 17 
•parts required. 

(4) Subsequent changes to allowances will 
be limited as follows: No change in the range 
of items is authorized. If additional items are 
considered necessary, recommendation should 
be forwarded to U. S. Army Mobility Equiinnent 
Command for exception or revision to the allow¬ 
ance list. Revisions to the range of itrans author¬ 
ized will be made by this Command based upon 
engineering experience, demand data, or TAEBS 
information. 

h. Thirty-Day DS/GS Maintenance Allow¬ 
ances. 

(1) The allowance columns are divided in¬ 
to three subcolumns. Indicated in each subcol- 
iimn is the total quantity of items authorized for 
the number bf equipments supported. Items 
authorized for use as required but not for initial 
stockage are identified wdth an asterisk in the 
allowance column. 

(2) The quantitative allowanoes for DS/ 
GS levels of maintenance will represent initial 
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^coek&ge for a SO-day period for Idie number of 
equipments supported. 

(3) Determination of the total quantity of 
parts required for maintenance of more than 100 
of these equipments can be accomplished by con¬ 
verting the equipment quantity to a .decimal 
factor by placing a decimal point before the 
next to last digit of the number to indi^te 
hundredths, and multiplying the decimal factor 
by the parts quantity authorized in the 51-100 
equipments is 40; for 150 equipments multiply 
40 by 1.50 or 60 parts required. 

LOn£-Year Allowances Per 100 Equipments/ 
Contingency Planning Purposes. This column 
indicates the total quan'tity required for distribu¬ 
tion and contingency planning purposes. The 
range of items indicates total quantities of all 
authorized items required to provide for ade¬ 
quate support of 100 equipments per year. 

j. Illustration. 

(1) Figure Number. Indicates the figure 
number of the illustration in which the item 
is shown. 

(2) Item Number. Indicates the callout 
number used to reference the item in the illus¬ 
tration. 

4. Special Information 

a. Identifications of the usable on codes of 
this publication are: 

Ood* UMd on 

A Model 4A084-2 

B Model 4A084-3 

Items with no code listed in the identification 
column are applicable to all models. 

b. Repair parts mortaMty has been based 
on 1000 hours of operation per year. 

c. Parts which require manufacture or assem¬ 
bly at a eatery higher than authorized for in- 
stellation will indicate in the source column the 
higher category. 

d. The following publications pertain to the 
engine and its components: 

TM 5—2805—259—14 Operator, Organization¬ 
al, Direct Support 
and General Support 
Maintenance Manual 

ID 5-2805-269-12 Lubrication Order 

5. How to Locate ftepoir Parts 

F^eral Stoeik Number or reference 
number is unknown: 

(1) First. Using the. table of contents, de¬ 
termine the functional group or subgroup with- 


TM 5-2!805-2.^9~24P/SL-4-03S24B TO 3602-49-44 

in which the repair part belongs. This will refer 
to a page in the parts listing. 

(2) Second. The illustration column of the 
page refers to a figure number. 

(3) Third. Locate the figure and identify 
the repair parts, noting the iten number. 

(4) Fourth. Refer back to the page of the 
parte listing. Find the item number in the il¬ 
lustration column lhat corresponds with the 
figure number. 

6. When Federal Stock number or reference 
number is known: 

(1) First. Using the Index of Federal stock 
numbers and reference numbers, find the per¬ 
tinent Federal stock number or reference num¬ 
ber. This index is in ascending alpha-numeric 
sequence cross-referenced to an index number. 

(2) Second. Using the Repair Part Listing, 
find the index number referenced in the Index 
of Federal stock numbers and reference num¬ 
bers. 


6. Abbreviations 
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....... OlltflilfA iliATnsuhgkv* fa\ 
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-.with 


7. Federal Supply Codes For Manufacturers 

ManufaetOMO' 

00000-Ordnance Corps 

00818-Phelon R. E. Co. Inc. 

18160-General Motors Corp, Defense Systems Div. 

18876-Army Missile Comd. 

19207-Army Tank-Automotive Center 

21887-Fairbanks Morse and Co. 

24617-General Motors Corp. 

71400-Bussmann Mfg. Div, of McGraw Edison Co. 

74465-Hoof Products Co. 

77260-Pierce Governor Co. 

79470-Wcatherhead Co. 

81796-Pierce Wire Recorder Corp 

82796-Fairbank Morse and Co. Beloit Works Div. 

88044-Aeronautical Standards Group Navy and 

Air Force 

88408-Continental Motors Corp. 

96906-Military Standards 

97408-Engineer Research and Development Lab. 
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SECTION II 

PRESCRIBED LOAD ALLOWANCE 


VWbrml 

■took 

ttumbtr 

(t) 

DMcriptlon 



ehr 

VMI&te Ml oodt 


sn 




GROUP 01—ENGINE 






0100—ENGINE ASSEMBLY 





2805-984-4765 

KIT, ENGINE GASKET OVERHAUL . 


t 

2 

5 


0101—CRANKCASE, BLOCK AND CYLINDER 






HEAD 





5880-570-^224 

GASKET: cylinder to erankcase 




s 


0106—VALVES, CAMSHAFTS, AND TIMING 






SYSTEM 





2805-078-5028 

GASKET: rocker bcDc cover 




s 

2805-780-0985 

SCREW, ASSEMBLED WASHER 



2 

8 


0106—ENGINE LUBRICATION SYSTEM 





2520-867-8819 

BREATHER ASSEMBLY, AIR INLET 




s 

2806-066-1266 

GASKET, DRAIN PLUG 




s 

2805-078-8087 

GASKET ; oil filter cover bolt 


g 

t 

8 

2805-078-8088 

GASKET :oflfatermtg 




s 

2806-867-8807 

SPRING, CARTRIDGE ADJUSTING 




s 

2806-867-8808 

RETAINER, OIL FILTERING CENTERING SEAL 




s 

2806-890-0808 

MANIFOLD, OIL PRESSURE 




s 

2806-890-0000 

GASKET OIL PRESSURE MANIFOLD 




8 

2805-968-5470 

LIKE ASSEMBLY OIL: crankcaae to governor 




s 

2805-989-8282 

HOSE : oil filter inlet and outlet 




2 

4720-867-8888 

HOSE: rocket box drain 




2 

2940-680-6802 

ELEMENT, OIL FILTER W/GASKET 

4 

10 

SO 

42 

2940-781-4807 

KIT, OIL FILTER SHELL REPLACEMENT 




2 

2990-017-8920 

SPRING, OIL PRESSURE REGULATOR VALVE 




2 

4780-640-2612 

PITTING TUBE, INVERTED FLARE 




2 


CONNECTOR 





4780-789-0961 

NIPPLE, PIPE TO HOSE: cylinder h«ad to oH 




2 


dnin-back hoflM 





4780-867-8818 

NIPPLE, HOSE: oQ dntin-badL to cnmkeaao 




2 

4780-867-8884 

CLAMP, HOSE: dz«in-bock tube 




2 

6807-086-0080 

STUD, OIL FILTER MTG 




2 

6810-228-8818 

GASKET: <dl presaureregnlatiac toIto 




2 

6840-898-2081 

PLUG, MAGNETIC: drain w/o gaakat 




2 

6680-078-8048 

OIL GAGE ROD ASSEMBLY 




2 


0107—ENGINE STARTING SYSTEMS (OTHER 






THAN ELECTRICAL) 





2890-061-8692 

STARTER ASSEMBLY 




2 


0108—MANIFOLDS 





2080-017-8026 

HOSE: intake manifold 




2 

4780-008-8108 

CLAMP: eaduoat pipe 




2 

4780-000-8627 

CLAMP: intake manifold 


t 

t 

2 

2000-017-8010 

NUT, I/)CK: eodurast maidfold 

e 


2 

2 


GROUP 08—FUEL SYSTEM 






0801—CARBURETOR FUEL INJECTOR 





2010-890-0807 

LEVER ASSEMBLY CARBURETOR 




2 

2010-068-0186 

KIT, CARBURETOR REPLACEMENT 




2 

4780-277-8764 

CONNECTOR, INVERTED FLARE 




2 


0802—FUEL PUMPS 





2010-784-6861 

KIT FUEL PUMP 



2 

2 









TM 3-2l80S-a5»-24P/SL-4-03S24d TO 3«02-89h54 


M«rml 

(8) 

Beaeiiptikm 

<8) 

IS-Dajr org malnt. alw 


(B) 

e-20 

.a 

(D) 

81-100 

QMAbk on eod* 


0304—AIR CLEANER 





280&-867-8828 

INDICATOR ASSEMBLY, RESTRICTION 




S 

294(V-884-4e^l 

ELEMENT AIR CLEANER 


2 

2 

5 

472&-906-S989 

HOSE, AIR CLEANER PREHEAT AIR 




2 

4780-909-8627 

CLAMP: air inlet adapter to air cleaner 




2 


0806—TANKS, LINES, FITTINGS HEADERS 





2910-968-6471 

FUEL LINE ASSEMBLY: pump to carbuietor 




2 

5825t1T4-9088 

GROMMET, RUBBER: fuel inlet Hose assembly 




2 


toeyl 






0808—ENGINE SPEED GOVERNOR AND 






CONTROLS 





28(^73-3062 

CONTROL ASSEMBLY, CARBURETOR 




2 

2806-073-8064 

LINKAGE ASSEMBLY, GOVERNOR 




2 

2806-867-8826 

SPRING TACHOMETER DRIVE GEAR 




2 

2805--9S7“4)963 

SPRING, EXTENSION: governor adjusting 




2 

2805-987-0964 

SPRING, EXTENSION: governor adjusting 




2 

2806-988-9438 

SPRING, EXTENSION: governor adjusting 




2 

2990-849-2096 

KIT, GOVERNOR REPLACEMENT 



2 

2 


0309—FUEL FILTERS 





2910-087-3612 

GASKET FUEL FILTER 




2 

2910-906-9702 

FUEL FILTER ASSEMBLY 




2 


0812—ACCELERATOR, THflOTTLE OR 






CHOKE CONTROLS 





2910-990-8228 

CHOKE ASSEMBLY, AUTOMATIC 

1 



2 


GROUP 06—COOLING SYSTEM 






0602—COWLING, DEFLECTORS, AIR DUCTS, 






SHROUDS, ETC. 





2806-890-9901 

SHELL, AIR PREHEAT INNER . 




2 

2990-768-1292 

SHELL, AIR PREHEAT ASSEMBLY OUTER 




2 

4780-908-6292 

GI«AMP, LOOP: air prdteat outer shell to inner 




2 


ahdl 





4780-900-8627 

CLAMP: air cleaner preheat air hose to shell 




2 


GROUP 06—ELECTRICAL SYSTEM 





i 

0601—GENERATOR ALTERNATOR ’ 





2920-966-9126 

STATOR ASSEMBLY, ALTERNATOR 



2 

2 


0602—GENERATOR REGULATOR (VOLTAGE) 





2806-890-9869 

CK)VER PLASTIC (FUSE) 




2 

2920-966-9169 

REGULATOR ASSEMBLY 



2 

ft 

6986-920-8801 

ADAPTER CABLE 



2 

m 

2 


0608—STARTING MOTOR 





2920-882-8401 

MOTOR ENGINE STARTER: solaioid, actuated 




2 


0606—IGNITION COMPONENTS 





2920-781-4800 

MAGNETO 




9t 

2920-810-7088 

SPARK PLUG: shielded 

2 

■5 

9 

M 

1 ft 

2920^7-8828 

CABLE ASSEMBLY: lu,h tension, No. 2 and 4 




2 


cjdinder 





2920-917-4864 

KIT: magneto r^air 


2 

2 

R 

2920-999-6887 

GEAR ASSEMBLY: magneto 




0 

ft 

2990-867-8798 

CABLE ASSEMBLY: high tmisim, No. 1 and 8 




m 

ft 

6840-804-2189 

BING, RETAINING, EXTERNAL: magneto gear 




41 

2 


to magneto retaining 






0608—MISCELLANEOUS ITEMS 





6920-280-4007 

FUSE 

1 

1 

2 

2 


0610—SENDING UNITS AND WARNING 






SWITCHES 





2806-966-9167 

SWITCH, LOW OIL PRESSURE 




ft 

8820-814-4770 

OIL PRESSURE TRANSMITTER: pressure Ml 

- 



m 

2 


vOI 
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WOOitUFFt CAMMUFT •CAII TO CAMMAFT 

(97^) I3a)6c09i0 


























































































































































































































P 0 ^730-277-d]64 CONNECTOR, INVERTED FUMICt 3/16 oo, in. nalC piK; 

oni; CAUMMCTM TO FUCI. IHUT LINE 

( 13 » 7 ) 137 ^ 



























KIT, FUEL PUM> 

(97^) V3211|£8198 

gasket, fuel Pl»P MOUNTING 

(97^) I 32 okotoi 



























2809-(A2i.58e8 screw, KSSOWD WASHERi air inut aoartcr to 
OARRIMCTOR, No. 10-32 TMO SIZE, 1/2 IM. UB 
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MI 7 m M » air/1 

Fifur* No. 1 CrankcoM And Oil Pump 


LECan TO PARTS, FIGURE 1 


ITEM 

FUNCT 

ITBt 

ITm 

FUNCT 

ITEM 

ITEM 

FUNCT 

ITB1 

NO. 

GROUP 

NAME 

NO. 

GROUP 

NAME 

NO. 

GROUP 

NAME 

1 

010G 

OIL GAGE ROD 

IV 

010G 

GASKET 

27 

010G 

NOT 

2 

0101 

PIN 

15 

010G 

COVBI 

28 

0101 

PIN 


0101 

CRANKCASE 

1G 

010G 

NUT 

29 

0101 

RING 


010G 

RREATHBl 

17 

01 OG 

WASHBL 

80 

0100 

■CINE MOUNT 


010G 

PLUG 

18 

0101 

STUD 

81 

0101 

INSaT 


OIOS 

GASKET 

IS 

0102 

SEAL 

82 

010G 

NUT 


OlOG 

SPRING 

20 

0101 

GUSHING 

88 

OIOS 

NASNa 


010C 

VALVE 

21 

0101 

INSBIT 

aw 

010G 

CUMP 


0101 

PLUG 

22 

0101 

PLUG 

85 

010G 

■ACKET 

10 

0101 

PLUG 

28 

0101 

PLUG 

8G 

010G 

TUBE 

11 

01OG 

SHAFT 

2V 

0102 

RING 

87 

010G 

SCRM 

12 

OlpG 

SPAC8I 

25 

0100 

SCREW 

88 

010G 

SCREW 

11 

01OG 

GGAR 

2G 

01 OG 

TUBE 





<3 


8 



Pifiir* )i|*. 2 Cyiindar Hvod, Cylindw And Valves 


LEGOS TO PARTS, FIGURE 2 


ITW 

NO. 

FUNCT 

GROUP 

ITO( 

NAME 

ITBI 

NO. 

FUNCT 

GROUP 

ITEM 

NAME 

ITEM 

NO. 

FUNCT 

GROUP 

iTm 

NAME 

1 

OIOS 

VALVE 

IS 

0105 

ARM 

25 

0101 

STUD 


OIOS 

valve 

1% 

0105 

RING 

2C 

0101 

PLUG 


OIOS 

Tappt ay 

IS 

0105 

NUT 

27 

0101 

NUT 


OIOS 

PACKING 

U 

0105 

CAP 

28 

0101 

MASHBL 


OIOS 

PWTE 

17 

0105 

SHAFT 

2S 

OIOS 

NIPPLE 


0101 

HEAO AY 

IS 

0105 

SPRING 

30 

0101 

CYLINDER 


OIOS 

HOUSINO 

IS 

0105 

SPRING 

31 

0101 

GASKET 


OlOlS 

GASKET 

70 

0105 

PACKING 

32 

OlOl 

STUD 


010$ 

COVfll 

21 

0105 

LOCK 

33 

010K 

NIPPLE 

10 

OlOl 

OOlEU 

22 

0105 

ROTOCAP 

3V 

01 OK 

CLAMP 

11 

OIOS 

IHishro 

2S 

0105 

SPRING 

35 

010K 

HOSE 

12 

OIOS 

HASNBt 

7S 

0105 

SEAL 







rigur* No. 3 Crankshaft And Camshoft 
LECnO TO PARTS, FIttURE S 


ITEM 

NO. 

FUNCT 

GROUP 

ITS1 

NAHE 

1 

0105 

GEAR 

2 

0105 

RETAlNn 

8 

0105 

BEARING 

k 

0105 

CAMSHAFT 

5 

OIOS 

RET 

9 

0108 

KEY 

6 

0102 

BOLT 

7 

0102 

DIAPHRAGM 

8 

0102 

BEARING 

9 

0102 

CRANKSHAFT 


iTm 

FUNCT 

ITEM 

NO. 

GROUP 

NAME 

11 

0102 

MAIHn 

12 

0102 

KEY 

18 

Q102 

diaphragm 

m 

0102 

BU8HI6N 


01(15 

GIAK 

IS 

0102 

MASHER 

17 

0102 

NUT 

IB 

0105 

SCR EM 

19 

0105 

KEY 

20 

0102 

GUARD 

21 

0102 

SCREH 


10 0102 NUT 


ME 2IOS>2S9>24F/4 


Figur* No. 4 Flywhool Housing, Flywhool And Shreudt 


LEGEND TO PARTS, FIGUiE >> 


ITEM 

NO. 

FUNCT 

DROOP 

ITEM 

NAME 

ITEM 

NO. 

FUNCT 

GROUP 

IT91 

NAME 

1 

0103 

BOLT 

8 

0502 

SHIELD 

2 

0103- 

FAN AY 

5 

0502 

SCREW 

3 

0103 

SCREW 

10 

0502 

BAFFLE 


0103 

PLATE 

11 

0502 

ROD 

5 

0108 

HOUSING 

12 

0100 

SCREW 

S 

0502 

RING 

18 

0502 

RETAINBt 




p 







LEBENO TO PARTS. FIGURE t 


ITEM 

NO. 

FUNCT 

GROUP 

ITSt 

NAME 

1 

OIOH 

ipAcn 

2 

OION 

PISTON R6 

8 

010H 

PISTON RG 

S 

OION 

EXPANDER 

d 

OIOH 

PIN 

7 

010% 

RING 

S 

010% 

PISTON 

9 

010% 

BOLT 

10 

010% 

SEARING 

11 

010% 

NUT 

12 

010% 

RQO>CAP 

18 

010% 

BEARING 


6T 


Fifura N«. 5 Piston And Comseting Rod ME 2805>259*24P/5 






Figur* No* 7 Oil Pan 
LGCnO TO PMtTS, FiGUlE 7 


ITEM 

NO. 

FUNCT 

GROUP 

llBi 

NAIE 

ITm 

NO. 

FUNCT 

GROUP 

IT0< 

NAHE 

1 

010( 

SCREW 

to 

OIOS 

SCREW 

2 

OKK 

COVER 

11 

OIOS 

STUO 

3 

OKX 

SCRU 

12 

OIOS 

GASKET 

% 

0106 

BOOT 

13 

OIOS 

PLUG 

5 

OIOS 

SCREEN 

Ik 

OIOS 

VALVE 

€ 

OIOS 

GASKET 

15 

OIOS 

RETAINR 

7 

OIOS 

SEAL 

IS 

OIOS 

SPRING 

8 

OIOS 

GASKET 

17 

OIOS 

GASKET 

9 

OIOS 

PAN 





69 




FiguraNo. 8 Oil Filtw 
LGGENO TO PARTS, FISIRE 8 


ITEM 

NO. 

FUNCT 

noup 

ITEM 

NAME 

ITEM 

NO. 

FUNCT 

GROUP 

ITEM 

NAIE 

ITm 

NO. 

FUNCT 

GROUP 

ITEM 

NAME 

1 

0108 

NUT 

7 

0108 

STUD 

18 

0108 

ELa«NT 

2 

0108 

HASHBt 

8 

0108 

BODY 

111 

0108 

GASKET 

8 

0108 

SCREW 

9 

0108 

SPRING 

15 

0108 

RETAINGR 

>» 

0108 

GASKET 

10 

0108 

UASMA 

18 

0108 

VALVE 

5 

0108 

COVER 

11 

0108 

SEAL 

17 

0108 

SPRING 

6 

0108 

aSKCT 

12 

0108 

RCTAINA 





70 




ME 2BQS.m24P/9 


Figure No. 9 Oil Manifold And Sanding Units 


ITEM FUNCT 

NO. GROUP 

1 0610 

2 QIOC 

8 010€ 

^ 010C 


LEGBN) TO PARTS, FIGURE 9 


ITflt 

NANE 

TRANSNITT9 

NMIFOLO 

gasket 

BRACKET 


ITBt FUNCT 

NO. GROUP 

5 010G 

G OtOG 

7 OGtO 

8 010G 


ITBt 

NAME 

ELBOM 

HOSE 

SNITCH 

AtiAPTBI 







3 



FigurvNo. 10 Intok* Meni fetid 


LSEND TO PARTS. FIGIRE 1U 


ITEM 

NO. 

FUNCT 

CROUP 

ITEN 

NANE 

ITEN 

NO. 

FUiCT 

GROUP 

1 

0100 

ELBOW 

0 

0100 

2 

0100 

CLAMP 

7 

0100 

t 

0100 

aoow 

0 

0100 

k 

0100 

lUT 

9 

0100 

S 

0100 

NAOHGR 

10 

0100 


ITB1 

ITm 

FUNCT 

ITB1 

NAME 

NO. 

AOUP 

name 

WASHA 

11 

0100 

ELBOW 

BOOT 

12 

0100 

PLUG 

aooN 

18 

0100 

OTIA 

SCREW 

Ik 

0101 

STUD 

CASKET 

15 

0100 

HOSE 


7* 






FlfHiaN*. 11 Eahoutt Sytfmi 

LBSB TO PMTt, FIOUIE 11 


ITM 

M* 

FUKT 

iTn 

IIHC 

ITBI 

00. 

FUOCT 

GROUF 

ITEM 

OANE 

1 

0100 

mCM 

0 

0902 

CUNF 

t 

0100 

OOVOI 

9 

0900 

ONELL 

• 

0100 

OMKET 

to 

0900 

WITCH 


0100 

NOiiFOlO 

11 

0100 

mOIFOLO 

5 

0100 

tnt 

10 

0100 

CLAIM 

S 

0100 

MIT 

10 

0100 

PIPE 

f 

0101 

loair 

u 

0100 

MIT 





e. ^ . *** 2a05-a3M4P/12 

Figui* No. 12 Corbwrolor, Fuol Pomp And Automatic Cheko 



LEGEND TO PARTS, FI61RE 12 


ITEH 

NO. 

1 

2 

8 

H 

5 

6 

7 

8 
9 

to 


FUNCT 

ITEM 

ITEM 

FUNCT 

GROUP 

NAME 

NO. 

GROUP 

0812 

NUT 

11 

0801 

0812 

MASHER 

12 

0801 

0812 

CABLE 

18 

0801 

0812 

SPRING 

1% 

0312 

0112 

fiRACKET 

15 

0812 

0801 

NUT 

U 

0812 

08(ri 

HASHER 

ir 

0812 

0301 

MASHBi 

18 

0312 

0301 

GASKET 

19 

0312 

0806 

FUEL LN 

20 

0802 


ITB1 

ITEM 

FUNCT 

ITEM 

NAME 

NO. 

GROUP 

NAME 

CARBURETOR 

21 

0302 

SCRBt 

LEVn 

22 

0302 

PUMP 

CONNECTOR 

23 

0802 

GASKCT 

SCREH 

» 

0302 

ELBOH 

BOOT 

25 

0812 

BRACKET 

CHOKE' 

26 

0812 

SCREH 

BRACKET 

27 

0812 

PIN 

NUT 

28 

0812 

HASHBI 

J9CREH 

ELBOH 

29 

0812 

HASHBt 








4 



ME 2M»>25»>24P/ia 


Figui«N«. 13 Air CItonar 
LE6END TO mii, FlfiURE 18 


ITS1 

no. 

FONCT 

GROUP 

ITBI 

NAME 

ITBI 

NO. 

FUNCT 

GROUP 

ITBI 

NAME 

1 

0804 

IMiTCATOR 

7 

0804 

MODE 

t 

0804 

AIR CLEMieR 

8 

0804 

MACKET 

8 

0804 

RGRGN 

9 

0804 

CAP 


0804 

ADAPTER 

10 

0100 

GA8KEI 

S 

0804 

CUNP 

11 

OlOC 

covet 

i 

0804 

CLAMP 

18 

OlOC 

8CREN 

f 

0908 

CLAMP 

18 

0804 

aeiBiT 


I 

r 




75 




76 



LEGEND TO PARTS, FIGURE 1% 


ITEN 

NO. 

FUNCT 

GROUP 

ITm 

NAME 

ITEN 

NO. 

FUNCT 

GROUP 

ITOt 

NANE 

1 

0808 

KNOB 

12 

0308 

GASKET 

2 

0808 

SPRING 

13 

0308 

GEAR 

3 

0308 

HASHBt 

IH 

0308 

SPRING 


0308 

LEV 81 

15 

OIOS 

LINE 

5 

0308 

GOVBINOR 

IS 

OIOS 

ELBOW 

( 

0808 

SPRING 

17 

OIOS 

FITTING 

7 

0308 

MASHB) 

18 

0308 

SCREW 

8 

0808 

SCREW 

19 

0308 

80LT AY 

9 

0308 

BEARING 

! 

20 

0308 

RIVET 

10 

0808 

NUT 

21 

0308 

BRACKET 

11 

0308 

ROD 

22 

0308 

WASHER 





‘Figur* No. 

15 Fuol Filtar 

LGCan TO PARTS, FIGURE 15 

ITEM 

FUMCT 

iTm 

HO. 

GROUP 

NAME 

1 

030C 

NIPPLE 

2 

0809 

GASKET 

S 

0809 

FILTn AY 


TT 


Fi«ur«No. 16 Air Duett And Shiou* 
LEGEND TO PARTS, FIGURE U 


ME 2a05>25*>24E/l4 


IT 






Figura No. 17 Atl^ator And Voltogo Rogulolor 


LESENO TO PMTS. FIGURE 17 


ITEM 

FMCT 

ITm 

ITm 

FUNCT 

ITBI 

NO. 

GROUP 

NAME 

NO. 

GROUP 

NAHE 

1 

0<07 

8GREH 

11 

0601 

SCREW 

2 

mj 

HARNESS 

12 

0S02 

SCREW 

3 

0(07 

GROMHET 

18 

0602 

WASHER 

% 

0(07 

CLIP 

IH 

0602 

WASHA 

5 

OGOl 

STATOR 

15 

0602 

COVA 

€ 

0S01 

WHEEL 

IS 

0602 

SCREW 

7 

0101 

WASHBt 

17 

0602 

REGULATOR 

« 

(KOI 

NUT 

18 

0608 

FUSE 

9 

0107 

CORO 

19 

0602 

ADAPTS 

10 

0107 

HANOLE 





79 



ME 280S259-24P/1S 


FigvreNo. 13 Starter Motor 


LEGfflO TO PARTS, FIGURE 18 

ITEM FUNGI ITEM 
NO. GROUP NAME 


1 


0603 MOTOR AY 






LEGEND TO PARTS, FIGURE 19 


ITEM FUNCT ITEM 
MO, GROUP NAME 


ITEM FUNCT ITEM 
NO. GROUP NAME 


1 0G05 SCREW 

2 0e05 MASHB1 

3 0S05 MASH SI 

X 0£05 GASKET 

5 0605 CABLE AY 

£ 0605 SPARK PLUG 

T 0605 GASKET 

8 0605 CABLE AY 

9 0605 C0NDENS81 


10 

0605 

SCREW 

11 

0605 

RING 

12 

0605 

CONTACT SET 

13 

0605 

SCREW 

1H 

0605 

GEAR AY 

15 

0605 

WASHER 


0605 

RING 

17 

0605 

QASKET 

18 

06Q5 

NUT 


di 



Smiim vii. index federal stock number and reference number 

CROSS-REFERENCE ID. INDEX NUMBER 


ii|p 


AN535-8-r6 

88044 

AN901-5C 

88044 

AN911-1 

88044 

AW914-2 

88044 

AN932-2 

88044 

AN960-416L 

88044 

0110-48A 

74465 

8RMU290 

88408 

8KNL268 

88408 

87288 

00818 

K24748 

82796 

NS13826-1 

96906 

MSI3836-1 

96906 

MS13929-1 

96906 

MSI 3931-1 

96906 

M$13932-l 

96906 

MS13933-1 

96906 

MS13962-1 

96906 

NS13963-1 

96906 

MS13996-1 

96906 

MS16624-3062 

96906 

MS16631-3475 

96906 

MS172285 

96906 

MS17300-011 

96906 

MSI7300-036 

96906 

MS17300-061 

96906 

MS17300-111 

96906 

MS17300-71 

96906 

MS205D0-428 

96906 

HS20613-6P5 

96906 

MS20823-38 

96906 

MS21318-21 

96906 

MS21318-41 

96906 

HS24538-1 

96906 

MS24S85-494 

.96906 

MS24641-14 

96906 

MS24665-132 

96906 

MS25178-14 

96906 

MS27183-10 

96906 

MS27183-12 

96906 

MS27183-14 

96906 

MS27183-2 

96906 

MS27183-21 

96906 

MS27183-8 

96906 

MS3 

96906 

MS35291-69 

96906 

MS35333-39 

96906 

M$35333-73 

96906 

MS35335-18 

96906 

MS35335-32 

96906 

MS35335-34 

96906 

MS35338-44 

96906 

MS35338-46 

96906 

M$35489-20 

96906 

MS35490-6 

96906 

M$3565q-102 

96906 

M$35690-19 

^6906 

M$35690-602 

96906 

MS35691-21 

96906 

MS35756-5 

96906 

HS35802-1 

96906 

M535842-12 

96906 

MS35842-13 

96906 

MS35842-14 

96906 

MS35844-83 

96906 

MS35910-1 

96906 

M$35914-113 

96906 

M$49002-2 

96906 


ooitm 
QOZ6H 
0021 •> 
00344 
00209 
00290 
00123 
00312 
00426 
00374 
00260 
00108 
00437 
00457 
00099 
00135 
00137 
00139 
00138 
00140 
00149 
00144 
00142 
00084 
00185 
00466 
00117 
00122 
00291 
00065 
00092 
00274 
00275 
00229 
00350 
00325 
00490 
00118 
00277 
00486 
00375 
00481 
00391 
00496 
00283 
00322 
00444 
00475 
00356 
00432 
00425 
00338 
00471 
00376 
00437 
00396 
00281 
00321 
00107 
00282 
00311 
00424 
00474 
00029 
00343 
00031 
00479 
00368 
00429 
00469 
00051 
00228 
00220 
00235 
00292 
00293 
00404 
00405 
00256 
00473 
00048 
00056 


HS49U05-4 

HS510U9-3 
MS51017-23 
MS51086-1 
HS51091-4 

MS51967-5 
HS51967-8 
N$51968-4 
HS53U13-1 
MS9068-1L1 


HS9068-211 


MS90725-33 


MS90725-38 

HS90725-41 

HS90725-60 

HS90725-68 

N225 

RS2477C 

SFei4 

SN1575 

S35338-45 

X2765 

0132U6E0903 

10-001-818 

10-011-126 

10-011-679 

10-013-235 

10-014-096 

10-102-498 

10947213-2 

120361 

120372 

131245 

1320680009 


1320680141 

1320680160 

1320680163 

1320680165 

1320680166 

1320680167 

1320680168 

1320680171 

1320680172 

1320680173 

1320680174 

1320680175 

1320680177 

1320680184 

1320680401 

1320680487 

1320680534 


1320680535 

1320680536 

1320680537 

1320680538 

1320680539 

1320680541 

1320680544 

1320680545 


1320680547 


96906 

00055 

00157 

96906 

00472 

96906 

00355 

96906 

00378 

96906 

00017 

00379 

96906 

00442 

96906 

00305 

96906 

00320 

96906 

00441 

96906 

00032 

00080 

00180 

96906 

00033 

00081 

00181 

96906 

00006 

00008 

00393 

96906 

00440 

96906 

00245 

96906 

00310 

96906 

00470 

81796 

00227 


00455 

71400 

00483 

77260 

00372 

6906M 

00443 

82796 

00458 

97403 

00382 

82796 

00464 

,82796 

00465 

82796 

00463 

82796 

00461 

82796 

00460 

82796 

00462 

19207 

00189 

19207 

00226 

00389 

19207 

00106 

19207 

00390 

97403 

00054 

00057 

00058 

97403 

00273 

97403 

00230 

97403 

00240 

97403 

00243 

97403 

00244 

97403 

00242 

97403 

00241 

97403 

00231 

97403 

00233 

97403 

00234 

97403 

00232 

97403 

00023 

00237 

97403 

00024 

00212 

97403 

00020 

00344 

97403 

00018 

00327 

97403 

00349 

97403 

00043 

00100 

00109 

97403 

00049 

97403 

00062 

00271 

97403 

00064 

97403 

00294 

97403 

00307 

97403 

00047 

00130 

97403 

00013 

00251 

97403 

00037 

00061 

00120 

97403 

00063 


tetlM VII. INDEX^FEDUAL STOCK «UMBEK AND REFERENCE NUMIER 
CROSS-REFERENCE TO INDEX NUMBER 




Mimmct fte.' 


l32U6t:0!>49 

132U6k:0*»^0 

132061:0560 

11206I:03T3 

1320660574 

1320660573 

1320660530 

1320660531 

1320660532 

1320660300 

1320660301 

1320660303 


1320660504 

1320660506 

1320660307 

1320660503 

1320660509 

1320660600 

1320660601 

1320660602 

1320660607 

1320660611 

1320660620 

1320660621 

1320660623 

1320660624 

1320660626 

1320660629 

1320660631 

1320660632 

1320660634 

1320660640 

1320660641 

1320660642 

1320660643 

1320660650 

1320660653 

1320660660 

1320660661 


1320660662 

1320660665 

1320660667 

1320660660 

1320660669 


1320660677 

1320660670 

1320660679 


1320660600 

1320660605 


1320660606 

1320660607 

1320660700 

1320660702 


1320660705 


97403 

00067 

1320660707 

00279 

1320060708 

97403 

00041 

1320660711 

00201 

1320060712 

97403 

00066 

1320060715 


00278 

1320660716 

97403 

00151 

1320660717 

97403 

00184 


97403 

00163 

1320660718 

97403 

00194 

1320660719 

97403 

00132 

1320060723 

97403 

00019 

1320660725 

00161 

1320060726 

97403 

00154 

1320660728 

97403 

00156 

1320660731 

97403 

00038 

1320660732 

00121 

00159 

1320660734 

97403 

00155 

1320660740 

00198 

1320660750 

97403 

00200 

1320660754 

97403 

00203 


97403 

00498 

1320660755 

97403 

00028 

1320060756 


00497 

1320660757 

97403 

00493 

1320660758 

97403 

00494 

•1320660760 

97403 

00039 

1320660770- 

00495 

1320660780 

97403 

00010 

1320660792 

00211 

1320660793 

97403 

00115 

1320660800 


97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 


00106 
00110 
00111 
00113 
00112 
00164 
00098 
00068 
00480 
00014 
00072 
00143 
00148 
00016 
00299 
00141 
00146 
00145 
00075 
00077 
00168 


1320660801 
1320660809 
1320660810 
1320660813 
1320660820 
1320660830 
1320660845 
1320660848 
1320660861 
1320660863 
1320660881 
1320660892 
1320060898 
1320060900 
1320660901 
1320660902 
1320660904 
1320660905 
1320660910 
1320660930 
1320660941 


97403 

97403 

97403 

97403 

97403 


97403 

97403 

97403 


97403 

97403 


97403 

97403 

97403 

97403 


97403 


00174 

00082 

1320660964 

00182 

00078 

00225 

1320660981 

00165 

1320660982 

00192 

1320660990 

00086 

1320660991 

00169 

1320660993 

00175 

1320660996 

00095 

1320660997 

00178 

1320661000 

00094 

00172 

1320661030 

00091 

132066 1031 

OOltl 

1320661041 

00117 

1320661044 

00183 

1320661051 

00027 

1320661060 

00074 

1320661061 

00162 

1320661064 

00160 

1320661066 

00381 

1320661080 

00085 

1320661081 

00186 

1320661083 

00088 

00170 

1320661090 

00176 

1320661100 

00303 

1320661101 


97403 

97403 

00431 

00079 

97403 

97403 

97403 

97403 

97403 

00249 

00336 

00272 

00217 

00026 

00216 

97403 

00205 

97403 

00402 

97403 

00254 

97403 

00255 

97403 

00280 

97403 

00263 

97402 

00337 

97402 

00319 

97403 

00034 

00270 

97403 

00477 

97403 

00258 

97403 

00012 

00250 

97403 

00248 

97403 

00262 

97403 

00257 

97403 

00261 

97403 

00246 

97403 

00218 

97403 

00221 

97403 

00361 

97403 

00362 

97403 

00366 

97403 

00369 

97403 

00385 

97403 

00367 

97403 

00436 

97403 

00335 

97403 

00328 

97403 

00401 

97403 

00423 

97403 

00199 

97403 

00301 

97403 

00468 

97403 

00454 

97403 

00418 

97403 

00449 

97403 

00450 

97403 

00467 

97403 

00371 

97403 

00052 

97403 

00166 

97403 

00116 

97403 

00030 

00452 

9740 3 

00015 

00089 


97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 


00308 

00433 

90007 

00126 

00127 

00128 

00129 

00204 

00003 

00004 

00042 

00044 

00152 

00059 

00101 

00102 

00105 

00104 

00103 

00247 

00253 

00025 

00213 

00342 

00288 

00289 



SNiiu VII. INDEX-FEDERAL STOCK NUMDER AND REFERENCE NOMIER 
CROSS-REFERENCE TO INDEX NOMIER 


l32U6l;&120 

l32U6£li3U 

l3206t:&lM) 


132CM»£11:>2 

132UI»&: 1170-2 

1320A»lcll0U 

13206&:11«1 

13206£11S>4 

132U6I:12!>0 

13206£12!»3 

13206£12£>4 

132U6£131U 

132061:1320 

132061:1330 

132061:1340 

1320661360 

132066136 6 

1320661366 

1320661367 

1320661363 

1320661364 

1320661366 

1320661406 

1320661409 

1320661411 

1320661416 

1320661421 

1320661424 

1320661433 

1320661460-6 

1320661460-7 

1320661473 

1320661409 

1321363266 

1321363271 

1321363273 

1321363276 

1321363276 

1321363277 

1321363270 

1321363279 

1321363200 

1321363202 

1321363203 

1321363264 

1321363207 

1321363260 

1321363290 

1321363292 

1321363293 

1321363294 

1321363296 

1321363296 

1321363290 

1321363299 

1321363300 

1321363301 

1321363302 

1321363304 

1321323201 

1321460196 

1321460190 

1321460201 

1321460207 

1321460200 

1321460209 

1321460212 

1321460213 

1324460214 


97403 

97403 


97403 

97403 

97403 


97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 

97403 



JgataBiiliiL 

MOLSmL 

JH nil.. 

00295 

1321468266 

97403 

00459 

002 96 

1321469525 

97403 

00435 

00297 

1321469578-1 

97403 

00076 

00296 



00147 

00021 



00179 

00073 



00304 

00300 

1321561715 

97403 

00214 

00011 

1321561717 

97403 

00453 

00310 

1321564166 

97403 

00022 

00317 



00448 

00304 

1321564167 

97403 

00239 

002 76 

1321564168 

97403 

00238 

00405 

1321564173 

97403 

00456 

00331 

1321663828 

97403 

00083 

00332 

137404 

19207 

00315 

00333 

137405 

24617 

00210 

00334 



00360 

00302 

137421 

19207 

00324 

00419 

186493 

19207 

00187 

00420 



00259 

00421 



00265 

00422 



00392 

00406 



00414 

00407 

187263 

19207 

00309 

00417 

226384 

00000 

00437 

00408 

228 323 

19207 

00412 

00403 



00430 

00410 

234X5 

79470 

00197 

00357 

272844 

24617 

00202 

00358 

272846 

13160 

00339 

00359 

31320680670 

19740 

0007 

00353 

320660979 

97403 

00005 

00351 

352X4 

79470 

00045 

00354 



00114 

00306 



00131 

00446 



00206 

00447 

423520 

19207 

00411 

00329 

423546 

19207 

00087 

00370 



00190 

00352 

423555 

19207 

00267 

00125 

424218 

19207 

00060 

00219 



00133 

00224 

425828 

19207 

00340 

00387 

434X5 

79470 

00208 

00388 

56842 

88408 

00373 

00386 

583815 

19207 

00394 

00053 



00413 

00395 

583816 

19207 

00264 

00383 



00266 

00348 

583870 

19207 

00438 

00015 

583871 

97403 

00119 

00252 

586119 

19207 

00451 

00285 

83815 

19207 

00269 

00347- 

9064554 

00000 

00437 

00346 

9147906-1 

18876 

00397 

00416 

97866121-1 

97403 

00286 

00415 

00050 

9786653-1 

97403 

00489 

00223 




00195 




00096 




00046 




00207 




00365 




00222 




00090 




00191 




00093 




00193 




00070 




00153 




00478 




00398 




00009 




00326 




00316 




00136 




00069 




00363 




00036 




00173 




00167 








SNtiN VII. INOEX-FEDERAL STOCK NJIMBER AND REFERENCE NUMIEI 
CROSS-REFERENCE TO INDEX, NUMBER 


ST6CK M UMMC I I 


2&20-017-M675 

2520-AF67-MM19 

2i>30-0l7-M<i74 

2M0$-017*M330 
2M0S-017*6676 
2605*042*6626 
2605*066*1255 

2605-073*3012 

2605*073*3014 


2605*073*3015 


2605-073*3017 

2605*073*3016 

2605-073*3020 

2605*073*3023 


2605*073*3024 

2605*073*3026 

2605*073*3027 

2605-073*3030 

2605*073*3031 

2605*073*3033 

2605*073*3035 

2605-073*3037 

2605r073*3036 

2605-073-3039 

2605*073*3041 

2605-073*3049 

2605*073*3051 

2605*073*3052 

2605*073*3053 

2605-073*3054 

2665*073*3059 

2605*073*3067 

2605*102*9677 

2605-102*9676 

2605*103*5307 

2605*103*5309 

2605-103*5310 

2605-103*5311 

2605*103*5312 

2605*103*533i 

2605*105*0146 

2605-374*9710 

2605*554*9616 

2605*570*3042 

2605-570-32Q6 

2605*715*6549 

2605*756*6646 

2605*756*6647 

2605-756*6651 

2605*764*3666 

2605*769*0976 

2605-769*0963 

2605*769*0965 

2605*651*6763 

2605*651*6765 

2605*665*6320 

2605*667*6743 

-2605-667*6744 

2605*667*6746 

2605-667-6750 

2605-667*6752 


00163 

00041 

00112 

00164 

00068 

00184 

00340 

00015 

00252 

00049 

00037 

00061 

00120 

00036 

00121 

00159 

00146 

00145 

00136 

00027 

00074 

00162 

00165 

00183 

00192 

00151 

00166 

00019 

00161 

00062 

00271 

00023 

00237 

00024 

00212 

00010 

00211 

00025 

00213. 

00011 

00318 

00018 

00327 

00346 

00020 

00364 

00366 

00039 

00495 

00034 

00270 

00288 

00199 

00298 

00420 

00297 

00406 

00422 

00007 

00421 

00144 

00142 

00148 

00204 

00337 

00160 

00302 

00419 

00194 

00111 

00256 

00067 

00190 

00093 

00193 

00036 

00248 

00108 

00075 

00102 

00099 

00143 


2805*867*8754 

00135 

2920*966*9169 

2805-867*8757 

00085 

2920*999*6887 


00186 

2930-017*8926 

2805*867*8867 

00243 

2940*580*6302 

2805*867*6808 

00241 

2940-781-4307 

2805-867*8809 

002 33 

2940-667-8806 

2805-867*6611 

00232 

2940-867*8630 

2805-867*6814 

00012 

2940-884-4691 


00250 

2990-017*8326 

2805-867*8615 

00257 

2990-017-8327 

2805-867-8616 

00261 

2990-017-8326 

2805*867*6617 

00013 

2990-017-8329 


00251 

2990-017-8422 

2805*867*8819 

00201 

2990-017*8920 

2805*867*8620 

00384 

2990-017*8921 

2805-867-8623 

00335 


2805*867*8826 

00375 


2805-867-6629 

00234 

2990-017*8923 

2805*868*0865 

00262 

2990-017-8924 

2805*868*0867 

00067 

00279 

2990-017*8927 

2805-868*0889 

00217 

2990-017-9722 

2805-872-5972 

00004 

2805-873*4026 

00083 

2990-066-2494 

2805*875*8110 

00303 


2805-890*9669 

00437 

2990-570*2935 

2805-890-9896 

00222 

2990-570*3082 

2805*890*9899 

00416 

2990-763*1292 

2805*890*9900 

00 214 

2990*849*2096 

2805*890*9901 

00417 

2990-856*7093 

2805-913*9751 

00077 

2990*867*8798 

00168 

2990*921*6229 


00174 

2990-961-3692 

2805-922*6351 

00088 

2990*972*7949 

00170 

3010*570*2904 


00176 

3110*570*3203 

2805*922*7734 

00086 

4020*240*2146 

00169 

4720*867*8833 


00175 

4720*906*8939 

2805*925*6007 

00070 

00153 

4730-044*4683 

2805-926*1768 

00091 

4730-051*5248 

00171 
00177 


2805-927*3909 

2ttO5-927-3910 

2805-928*2240 

2805*928*2244 

2805-930-6244 


2805-937- 

2805-937- 

2805-937- 

2805-952- 

2805-963- 

2805-966- 

2805-966- 


0944 

0963 

0964 

3926 

•5470 

•9127 

-9167 


2805-967-1473 

2805-967*3309 

2805-984*4765 

2805-988*9433 

2805-986*9434 

2805-989*3262 

2910-017-6925 

2910*087*3612 

2910-784*5351 

2910-890*9897 

2910-905*9792 

2910-963*5471 

2910-966*9135 

2910-999-3226 

2920-377*6723 

2920-656*7411 

2920-781-4300 

2920-781-4302 

2920-810-7083 

2920-867*8628 

2920-882*3401 

2920-917*4654 

2920-966*9126 


00 278 
00005 
00152 
00493 
00090 
00191 
00069 
00372 
00373 
00003 
00221 
00433 
00276 
00465 
00167 
00173 
00009 
00374 
00101 
00218 
00326 
00017 
00379 
00326 
00319 
00376 
00342 
00316 
00365 
00456 
00455 
00453 
00456 
00472 
00447 
00441 
00459 
00431 


4730-073*3066 

4730-082-5965 

4730*166*7797 

4730-231*5602 

4730-277*6273 

4730-277*6764 

4730-276-3462 

4730-268*9953 

4730-496*7511 

4730*540*2612 

4730-789-0951 

4730*667*6812 

4730-667-6818 

4730-867-6831 

4730*667*6834 

4730-906-3193 

4730-906-6292 

4730-909-6627 

4730*954*1261 

5105-017-9065 

5105-022*6364 

5305-022*8321 

5105*042*4216 

5105-051*1114 

5305-175-3241 

5105*249-0511 

5105-251*5615 

5305*251*5622 


00436 

00449 

00101 
00235 
00236 
00230 
00331 
00133 
00063 
00132 
00115 
00098 
00079 
00273 
00043 
00100 
00109 
00272 
00260 
00021 
00073 
00300 
00169 
00016 
00299 
00307 
00205 
00415 
00363 
00365 
00446 
00263 
00285 
00266 
00361 
00367 
00501 
00219 
00334 
00054 
00057 
00056 
00046 
00207 
00477 
00056 
00344 
00209 
00324 
00315 
00290 
00197 
00045 
00206 
00210 
00360 
00076 
00225 
00224 
00050 
00221 
00325 
00202 
00292 
00405 
00291 
00116 
00404 
00055 
00157 
00129 
00170 
00417 
00412 
00410 
00060 
00461 
00156 
00266 
00155 
00490 
00116 
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Sniim VII. INDEX-FEDERAL STOCK NUMSER AND REFERENCE NUMDER 
CROSS-REFERENCE TO INDEX NUMDER 


S>30!»-26^-32i5 

!>305-2M6-1492 


3305-2M6-J1493 

S>309«2M4-1496 
2 » 309 «* 296-1497 
^ 309 - 970*3207 
9305-017-6060 
5306-010-6493 


5306-010-7263 

5306-042-3555 

5306-042-4210 

5306-225-0490 

5306-225-0502 

5306- 225-0505 

5307- 935-9000 
5310-012-0361 

5310-012-0372 
5310-012-0613 
5310-012-0614 
5310-013-1245 
5310-017-0421 
5310-073-3040 



00269 

00394 

00413 

00264 

00266 

00430 

00119 

00301 

00471 

00107 

00259 

00265 

00392 

00414 

00309 

00267 

00133 

00393 

00440 

00245 

00274 

00226 

003M9 

00106 

00306 

00368 

00390 

00096 

00035 

00089 


5310-080-6004 

00444 

00475 

5310-081-4219 

00322 

5310-087-0057 

00356 

5310-167-0835 

00123 

00312 

00426 

5310-223-3316 

00215 

5310-298-2747 

00229 

5310-407-9566 

00443 

5310-514-6674 

00321 

5310-543-2628 

00469 

5310-543-5933 

00437 

5310-576-5752 

00376 

5310-582-5965 

00107 
00282 
003 a 

00424 

53 10-996-7691 

00281 

00396 

5310-613-4083 

00437 

5310-637-9541 

00474 

5310-685-7504 

00227 

5310-726-7690 

00122 

5310-732-0558 

00305 

5310-732-0941 

00320 

5310-789-0961 

00244 

5310-809-4058 

00283 

5310-809-8546 

00425 

5310-817-2390 

00397 

5310-823-8801 

00432 

5310-834-8335 

00429 

5310-867-8747 

00116 

5310-867-8787 

00359 

5310-867-8802 

00199 

5310-880-7744 

00442 

5310-917-6624 

00076 

00147 

00179 

00304 

5310-975-2075 

00051 

00228 

5310-982-6539 

00473 

5315-014-1199 

00053 

5315-043-1787 

00114 


00131 

5315-058-6119 

00451 

5315-616-5515 

00220 

5315-839-2325 

00391 



5329- 619-6542 

5330- 570-3219 
5330-570-3224 
5330-901-4407 


5330-965-0719 


5340-374-9707 

5340-970-3248 

5340-682-1819 

5340-804-2189 


5340-809-2248 

5340-867-8751 

5340-867-8788 

5340-898-2U81 

5920-280-4007 

5935-920-8301 

6620-814-4770 

6680-073-3046 



00343 

U0031 

00479 

00028 

00497 

00014 

00072 

00033 

00081 

00.181 

00032 

00080 

00180 

00149 

00141 

00496 

00084 

00185 

00466 

00048 

00117 

00358 

00256 

00483 

00435 

00277 

00486 

00246 



TM B-n0^a59-Uf/SL-4UmM» TO Me9>t9^ 


9f Ovte of the Secretaar of tlie Aimy: 

W. C. WESTMORELAND, 
GmmU, United Statee Amy, 

Qffldia: Chief of Staff. 


KENNETH G. WICKHAM, 

Me^&r General, United Statee Army, 

The Adjutemt Genered. 

DiatribwIiM: 

TO 1m dMrilmted in aeeiwdsiiee with DA Fom Swtloii I, (4^ n|r Mode no. 90) o>gaiiintlMU|l nainto- 

team faqabmiiMite lot l i ngi Tio, GmoUim, 10/90HF, M.& 
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